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Malpractice 796 
Medicine, Industrial [Shipman] 615 
Membership. Deprivations 527 
Military service. Classification 156 
Physicians. Society members 842 -e 
Poliomyelitis [Lawson] 994 
Proceedings of one hundred and sixty-seventh anniver- 
sary, May 25-27, 183 
Rice diet [Contratto & Rogers] 531 
Veterans Administration 240 
Fee guides 758 
Massacuusetts Mepico-Lecat Society. Program 604-n 
Massacuusetts Puysicians CommiITTEE 981 -e 
Pustic Heatta Association, Nov. 8, 
n . 
TrupeAu Society, Dec. 15, 944-n 
Mastectomy [Pollock] 366* 
‘MATERNAL-CARE program 528 mdph 
McPuerson, Sipney H. [Gallupe] 105 -c 
Mepicat Care [Weinerman] 810* 
Costs 21l-e 
Voluntary 1016-e 
MEDICAL examiner [Ford] 1001* 
Mepicat officer positions. Examination 644-n 
Service 640-e 
Training 597 -e 
Mepicine. Industrial [Shipman] 615 - mms 
_ Practice 208 -e 
Practice. Moral status 1017 -e 
Social 562-e 
[Sperry] 985* 
MEpIcoLecaL Asstract. Malpractice 1018 
Narcotics. Legal aspect 1018 
Nurse dismissal. Legal aspect 31 
Me xanoma [Chapman] 408 - cr 
Menrneitis [Riley] 386* 
Mentat Hea tu Act. National 726 - mise 
METHEMOGLOBINEMIA [Finch] 470- mp 


= | 


INDEX TO VOLUME 239 


State Hospitau 530; Oct. 1-May 20, 
418-n 

State Mepicat Society, Sept. 22-24, 418-n 
Mippiesex East District Mepicat Society. Program 


-n 
Souta District Mepicat Society, Oct. 20, 
-n 


Mississippi VALLEY Mepicau Society, Sept. 28-30, 1060-n 

Mirraz stenosis. Surgery [Harken & others] 801* 

Monkeys 212 — misc 

Mownonvcteosis. Infectious [Timmes & others] 173* 
[Raymond & Williams] 542* 

Mount Ausurn Hospitat. Tumor clinic 844-n 

Mountz, Gienn F. (License. Deprivation) [Schadt] 843 -c 

Musctes. Necrosis [Pearson & others] 213* 

Mye toma [Cope] 376 -cr 

Myerson, Asranam 982-0 

MyocarpitTis. Diphtheritic [Boyer & Weinstein] 913* 


N 


Naits. Symptomatology [Edwards] 362* 
Narcotics. Legal aspect 1018 - ma 
Nationat CommitTree ror Menta. Hycieneg, Inc., Nov. 3 
and 4, 282-n 
Nationat GasTROENTEROLOGICAL Association. Award 
contest 902-—n 
Nationa. Heart Institute 416 misc 
Nation’s health 692 — misc 
Neoptastic disease. Chemotherapy [Karnofsky] 226, 260, 
299 —- mp 
Nepuritis. Glomerulus [Jacobson] 271 - cr 
[Harwood] 308 — cr 
Nepurosis [Bruno] 769* 
[Strauss] 693*; 761-—c 
Nevusurcer, Max 381-e 
Nevuropuysio.tocy. History 10l-e 
Nevurosypui.is [Kopp] 1021* 
Nevapa State Mepicau Association, Sept. 24-25, 418-n 
New Encitanp CoNFERENCE OF INDUSTRIAL PHYSICIANS 
anv SurGeEons, Sept. 22, 244; Nov. 10, 728-n 
New Encianp Dermartotocicat Society, Oct. 20, 530; 
Dec. 1, 800-n 
New Encianp Driasetes Association, Oct. 20, 530, 564; 
Dec. 6, 902 — n 
New Encianp Heart Association, Nov. 8, 692; Dec. 6, 
844; Jan. 10, 1060-n 
Penicillin fund 901 -e 
New Encianp HospitAt ror WoMEN AND CHILDREN, Nov. 4., 
692; Dec. 2, 844; Jan. 6, 1060-n 
Pepiatric Society, Oct. 27, 530; Jan. 26, 
New Encianp Postcrapuate Assems ty, Nov. 3-5, 64l1-e 
New Encianp Society or ANESTHESIOLOGISTS, Sept. 14, 
rae Oct. 18, 564; Nov. 23, 762; Dec. 14, 844; Jan. 11, 
New Encianp Surcicat Society 
American Board of Surgery [Harvey] 159 
Prostatectomy. Retropubic [Austen & Quinby] 35 
Spinal-cord injuries [Horne & others] 959 
[Munro & others] 903 
New Encitanp TELEPHONE AND TELEGRAPH COMPANY. 
Medical director 726 — misc 
New Enctanp. Tropical diseases 29 -e 
New Hampsuire Mepicat Society 
Death 
Elkavich, Frank D. 348 
One Hundred and Fifty-Seventh Anniversary, June 1-3, 
510, 671, 828 
New Year 1055 -e 
New York Acapemy or Mepicine, Oct. 4-15,'492-n 
New York Post-Grapvarte Hospitrat 316-n 
gate are State Society or ANESTHESIOLOGISTS, Dec. 9- 
, 34-n 
New York University 281 - misc 
Norro.x District Mepicat Society, Sept. 28, 452; Nov. 
23, 800-n 
Nurse dismissal. Legal aspect 31 - ma 
Nursinc 938-—e 
History 723-e 
Nutrition 100-e 
Child [Talbot & others] 79* 
Nye Memoriat Funp 758 
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Oak ey, GeratpineE [Gallupe] 105 -c 
Osstetrics. Coverage 452 

Anesthesia [Hershenson] 429* 
OPERATION musk ox 209-e 
Orecon State Mepicat Society, Sept. 15-18, 382-n 
Osteoma [Barr] 931 —-cr 
[Flake] 819 - mp 
Ovaries. Cysts [Neikirk & Hudson] 468* 
Ovary. Tumors [Gaudrault] 56* 

[Oliver & Horne] 14* 

[Smith] 64 cr 
Overuott, Ricuarp H. 242 misc 
Oysters. Pollution 240-e 
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Paine, Haran L. Resignation 490—- misc 
Panama. Physicians 1020-n 
Pancreas. Atrophy [Ross] 975 - cr 
Carcinoma [Culver] 231 —-cr 
Tumors [Sweet] 720—-cr 
Pancreatitis. Fibrosis [Talbot] 148 - cr 
Paratuyroip. Carcinoma [Bauer] 894 cr 
ParENTHOOD. Planned 347 -e 
Parks, Marcaret [Gallupe] 105 -c 
Patients. Cost of care 528 - mdph 
PENICILLIN 526, 84l-—e 
[Crawford] 220* 
Dosage 756-e 
Fund 90l-e 
{Hewitt & others] 286* 
PennsyLvania. Medical Society, Oct. 3-7, 486-e; 492-n 
Puarmacy methods [Yellen] 32-c 
Pueocuromocytoma [Spear & Griswold] 736* 
PuiLosopuy and medicine 153 -e 
PuorocrapnHy in medicine [Fallon & Meyers] 740* 
Puysicians. Draft 755-e 
Family [Thompson] 643 -c 
Society members 842-e 
Status 649-e 
Puysiotocy [Hoff & Scott] 89, 120, 176- mp 
Pickies, N. 449-e 
Prastic surgery [Cannon] 435 - mp 
Pneumonia 939-e 
eee. Penicillin. Treatment [Tumulty & Zubrod] 
Potanp [Segnitz] 798-c 
PotiomyeE.itis [Lawson] 994 mms 
Age distribution [Horton & Rubenstein] 169* 
Po.teN sensitivity [Hill] 1039* 
Potymyxin 313-e 
PopuLaTIon 486-e 
PosTGRADUATE medical education. Connecticut 451 -e 
Poutas, Joun J. 564- misc 
PracTITIONER. General 794-e 
(Josern H.) Pratr Diacnostic Hospitat, medical con- 
ference program, Oct. 8-29, 564; Dec. 3-24, 902; - Jan. 
4-28, 1060-n 
Precnancy. Complications [Kasdon] 575* 
Tests [Robbins] 333, 369 - mp 
Tubal [Parsons] 556-cr 
PREVENTIVE Mepicine 525-e 
Qualifications 490 — misc 
Prize essay 525-e; 842-n 
Procto.ocy [Hayden] 399 - mp 
Procress, MEDICAL 
BAL [Randall & Seeler] 1004, 1040 
Blood [Gibson] 544, 579 
Encephalitis [Adams & Weinstein] 865 
Hepatitis. Viral [Gellis & Janeway] 503 
Kidney. Diseases [Hall & Luetscher] 621 
Malaria [Geiman] 18, 58 
— disease. Chemotherapy [Karnofsky] 226, 260, 
Otolaryngology [Flake] 819 
Physiology (Hoff & Scott] 89, 120, 176 
lastic surgery [Cannon] 43 
regnancy tests [Robbins] 333, 369 
Proctology [Hayden] 399 
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ary lesions. X-ray diagnosis [Robbins] 779 
Sulfhemoglobinemia. Methemoglobinemia [Finch] 470 
Thoracic surgery [Scannell] 924, 961 é 

PRosTATECTOMY. Retropubic [Austen & Quinby] 35 — ness 

Providence Evening Bulletin 208 -e ; 

PsYCHIATRY [Tarnower] 466 
Neurology. Residencies 351-n 

PsyCHOTHERAPY [Levinger] 1020-c 
Group {Terhune & Dickenson] 854* 

Pusuic schools. President (Simmons) 212 misc 
[Getting] 295* 

ns - 
lesions. X-ray diagnosis [Robbins] 779 - mp 


fever and raw milk 29-e 
Guana 1058 — mdph 


Raproactivity [Cristol & others] 427* 
Ramway car sanitation 527-e 
Reapinc. Disability 210 - e 
Rectum. Tumors [Hopkins & Tate] 501* 
Rep Cross 691 -e 
ReEGIsTRATION IN Mepicine. Officers [Schadt] 282 -c 
REGISTRATIONS. Suspension [Gallupe] 105-c 
RewaBiLitaTion 793 -e; 843- misc 
Respiratory infections and handkerchiefs 1057 
Ruevmatic Diseases. International Congress, May 30- 
June 3, 800-n : 
Rueumatic Fever. Acute. Therapy [Wégria & others] 117* 
241, 415 - mdph 
Rice Diet 759 - mdph 
[Contratto & Rogers] 531—- mms 
Rocxy Mountain spotted fever 103 - mdph 
Vaccine 642 - i 
Romaine, DeWirr C. fellowship 104 - misc 
Ross, Exizasetu [Gallupe] 105 -c 
Ross, Joun R. [Gallupe] 105 -c 
and pregnancy 347-e 
Ruttanp StaTE SANATORIUM 689 - e 
[Dufault] 660* 
[Kronick] 653* 


Sarety conference 32 — misc 
Saupinoitis [Ulfelder] 67 - cr 
Sarcorposis [Freiman] 664, 709, 743 - mp 
Sarcoma [Chapman] 749 cr 
Liver. Tumors [Franseen] 787 - cr 
Retroperitoneal [Young] 203 - cr 
Senn, Mitton J. E. 797 - misc 
Sexuat potency [Horne & others] 959 — ness 
{Munro & others] 903 — ness 
Suerrincton 10l-e 
Sitver Hitt Founpation Mepicat Counci1, Oct. 15, 
797 — misc 
Simmons, James S. 212 - misc 
Sxin complications [Strauss] 956* 
Diseases 32 — misc 
Ulcers. Treatment [Feinberg] 613* 
Smrrx, Howarp H. [Gallupe] 105 -c 
Sociat Security 726 misc 
American Association for Advancement of Science 413 - e 
— Association of Schools of Social Work, Jan. 27-29, 
-n 
American Cancer Society, Inc., Nov. 6-7, 644-1 
American Public Health Association, Nov. 8-12, 723-e 
American Society of Anesthesiologists, Inc., Oct. 1-2, 
382; Nov. 4-6, 418-n 
American Society for Study of Arteriosclerosis, Oct. 31- 
Nov. 1, 530-n 
American Trudeau Society, Oct. 15, 418 
Boston City Hospital. House Officers’ Association, Nov. 
16, 23 and 30, 762; Dec. 14, 902-n 


Boston Society of Psychiatry and Neurology, Nov. 18, 
762; Dec. 15, 944-n 
Colorado State Medical Society, Sept. 22-25, 418-n 
—— Boston Medical Society, Nov. 16, 762 —n; Dec. 21, 
-n 
Hampden District Medical Society. Program 492-n 
Harvard Medical Society, Oct. 12, 550: Nov. 9,728; 
Dec. 14, 902; Jan. 11, 1060-n 
Indiana State Medical Association, Oct. 26-28, 418-n 
Interstate Postgraduate Medical Association of North 
America, Nov. 9-12, 644-n 
Kentucky State Medical Association, Sept. 27-30, 418-n 
Massachusetts Medical Benevolent Society 899 -e 
Massachusetts Medico-Legal Society. Program 604-n 
Massachusetts Public Health Association, Nov. 8, 692-n 
Massachusetts Trudeau Society, Dec. 15, 944-n 
Michigan State Medical Society, Sept. 22-24, 418-n 
Middlesex East District Medical Society. Program 644-n 
Middlesex South District Medical Society, Oct. 20, 604-n 
Mississippi Valley Medical Society, Sept. 28-30, 1060-n ~ 
Gastroenterological Association. Award contest 
n 
Nevada State Medical Association, Sept. 24-25, 418-—n 
New England Dermatological Society, Oct. 20, 530; Dec. 1, 


-n 
New England Diabetes Association, Oct. 20, 530, 564; 
Dec. 6, 902 -n 
New England Heart Association, Nov. 8, 692; Dec. 6, 
844; Jan. 10, 1060-n_ 
Penicillin fund 901 -e 
Nes eer Pediatric Society, Oct. 27, 530; Jan. 26, 
-n 
New England Society of Anesthesiologists, Sept. 14, 316; 
poet 18, 564; Nov. 23, 762; Dec. 14, 844; Jan. 11, 
-n 
~— York State Society of Anesthesiologists, Dec. 9-10, 
-n 
— District Medical Society, Sept. 28, 452; Nov. 23, 
-n 
Oregon State Medical Society, Sept. 15-18, 382-n 
Pennsylvania. Medical Society, Oct. 3-7, 486 -e¢;492-n 
South Boston Medical Society, Oct. 4, 452; Nov. 15, 762-n 
South End Medical Club, Oct. 19, 564; Nov. 16, 762-n 
Suffolk District Medical Society, Oct. 9, 452; Dec. 2, 
492; Jan. 12, 1060-n . 
Vermont State Medical Society, Sept. 15-17, 382-1 
Virginia. Medical Society, Oct. 18-20, 418-n 
Washington State Medical Association, Oct. 3-6, 418-n 
Wisconsin. Medical Society, Oct. 4-6, 418-—n 
Mepicat Society, Oct. 4, 452; Nov. 15, 
-n 
Soutn Enp Mepicat Oct. 19, 564; Nov. 16, 762-n 
Speciatty boards [Chapin] 529-c 
SpPHENorp sinus. Carcinoma [Cogan] 837 - cr 
Spinaut-Corp injuries [Horne & others] 959 — ness 
{Munro & others] 903 — ness 
epidural infections [Heusner] 845* 
Statistics. Medical 596-e 
Stomacn. Carcinoma [Faxon] 306 —- cr 
Storrow House 382-e 
STREPTOMYCIN 279-e 
[Cressy & others] 497* 
Stronc, Ricuarp P. 489-0 
Succinate. Therapy |Wégria & others] 117* 
Surro.tx District Mepicau Society, Oct. 9, 452; Dec. 2, 
492; Jan. 12, 1060-n 
SULFHEMOGLOBINEMIA [Finch] 470 - mp 
SULFONAMIDE hypersensitivity [Straus] 956* 
Epwarp V. [Gallupe] 105 
SwIMMING ls [Gallagher & Neuberg] 282-c 
SYPHILIs. Penicillin 526-e 


T 


Tevanciectasia. Hemorrhagic [Schwartz & Armstron | 434* 
TESTOSTERONE. Depressions [Altschule & Tillotson] 1036* 
Tetanus toxoid [Press] 50* 
Tuomas, Everett O. [Gallu 
Tuoracic surgery [Scannell] 


] 105-c¢ 
24, 961- mp 


Tuoracoptasty [Dufault] 660* 
Tuornpvike, Aucustus 104 misc 
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THorNDIKE MemoriAt Lasoratory. Director 212 = misc 
Peabody, Minot and Castle 345-e 
Tuorson, STEPHEN B. [Gallupe] 105-c 
Turomsosis. Coronary [Clark] 478 —cr 
[Myers] 1051 
Mesenteric [Allen] 444 - cr 
Tuyrromw. Cancer [Anglem & Bradford] 217* 
Nodule 238 -e 
Therapy [Buxton & Vann] 536* 
Trista. Abscess [Simmons] 443 - cr 
Tick survey [Ayres & Feemster] 760- mdph 
Tracuea. Adenoma [Lerman] 341 -cr 
Tricuiniasis 414-e 
Tropicat diseases 29-e 
TusBercutosis [Ulfelder] 67 - cr 
Increase 796-e 
Pulmonary. Statistics [Kronick] 653* 
Typuorp vaccine 797 mdph 


U 


nage States army medical resident training program 
492-n 

Army medical training program 597 -e 

Medical officers. Appointments 158-n 

Navy. Medical training program 158-n 

Public Health Service. Training program 643 - misc 


Urotocy award 452-n 
Uterus. Double [Vernaglia] 732* 
Tumors [Gregg] 23 - cr 


Vaccination. Compulsory 379 -e 

Vacinat Smear [Lombard & others] 317*; 346-e 

Van Meter Prize award 492-n 

Vermont State Menicat Society, Sept. 15-17, 382<n 


Vererans ApMINistraTion 240 - mms; 244, 351, 
Educational program 152-e 
[Campbell] 156-c 
Fee guides 758 —- mms 
Residency training program 352-n 


Virointa. Mepicat Society, Oct. 18-20, 418-n 
ViraMIN Biz. Therapy [Berk & others] 328; 911* 
Vox Populi 840-e 


Ww 


Wacker, Epmunp Evcene [Gallupe] 105-c 

Wasuincton State Mepicat Association, Oct. 3-6, 418-5 

WasHINGcTONIAN Hospitat 1018 -e 

Water pollution 156, 643 - misc 

Wuirte, Paut D. 940-e 

Witxins, GeorceE F. 726 - misc 

ba Society, Oct. 4-6, 418-—n 
niversity. Symposium on science and civilization, Jan, 
15, 1060-n 

Women. Diseases [Buxton & Vann] 536* 

Woop-tick study 348 - mdph 

Wortp Heattu Orcanization 30, 450-e; program, 
misc 


Relief 980-e 
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Stupy Center. Director 797 misc 
Yaws [Downing] 17* 
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SamueL C. (License. Deprivation) [Schadj 


. 
fi 
| 
| 
| $ 
4 
5 


418-, 


Jan. 1% 


n, 104. 


[Schad 


A 
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Dunsmorg, R. H. 945* 
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Abscess of brain, multiple, 34201 
of lung, 34392, 34422 
appendiceal, 34102 
Brodie’s, of tibia, 34381 
pelvic, 34112, 34201, 34452 
Actinomycosis of chest wall, 34412 
Addison’s disease, 34092, 34502 
Adenoacanthoma of fundus of uterus, 34271 
Adenocarcinoma, see Carcinoma 
Adenoma of kidney, papillary, 34041 
of liver,34402 
of trachea, with extension into thyroid gland, 34352 
Adrenal gland, amyloid degeneration of, 34261, 34531 
atrophy of primary (cortex), 34092 
sarcoma of (fibro-), 34511 
tuberculosis of, 34502 
Amyloidosis, of adrenal gland, 34261, 34531 
of kidney, 34261, 34531 
of liver, 34531 
of spleen, 34261, 34531 
Aneurysm, mycotic, of coronary artery, with rupture, 34441 
Anomaly, congenital, of aorta, right-sided, with persistent 
trutcus arteriosus, patent interventricular septum, 
ersistent fifth aortic arch, left, 34161 
of bile duct, 34132 
of spine (spina bifida occulta), 34131 
of terminal ileum (duplication), 34292 
(See also Heart) 
Aorta, anomaly of (right-sided), 34161 
Appendicitis, acute, with perforation, 34052, 34102 
gangrenous, with abscess, 34102 
Arthritis, rheumatoid, 34531 
Ascites, chylous, 34031 
Aspiration of amniotic fluid, massive, 34182 
Atresia, congenital, of hepatic and cystic duct, 34132 
Atrophy of adrenal gland (cortex), 34092 
of pancreas (acinar tissue), 34512 
Bile duct, atresia of, congenital, 34132 
carcinoma of (adeno-), 34251 
Bladder, carcinoma of (papillary), 34472 
Bone, abscess of, Brodie’s (tibia), 34381 
carcinoma of, metastatic, of humerus, 34162 
of rib, 34262 
myeloma of, multiple, 34362 
osteoma, osteoid of (femur), 34501 
tumor of, Ewing’s (sacrum), 34012 
Bone marrow, leukemic infiltration of, 34062 
Brain, abscess of, multiple, 34201 
carcinoma of, metastatic, subarachnoid space, 34192 
(See also Sinus) 
Bronchiectasis, 34022 
Bronchitis, chronic, 34512 
Bronchus, carcinoma of, 34022, 34091, 34142, 34241, 34422 
metastatic, 34021, 34151 
Carbon tetrachloride intoxication, 34221 
Carcinoid of ileum, 34431 
Carcinoma of ampulla of Vater (adeno-), 34251 
of bile duct (adeno-), 34251 
of bladder (papillary), 34472 
of brain (subarachnoid space), metastatic, 34192 
of bronchus, 34022, 34091, 34142, 34241, 34422, 34481 
metastatic, from breast, 34021 
from kidney, 34151 
of colon (adeno-), 34172 
of duodenum (adeno-), at ampulla of Vater, 34251, 34301 
of esophagus, metastatic, from breast, 34021 
of gall bladder, 34102, 34291, 34332 


of humerus, metastatic, 34162 
of kidney (renal-cell), 34262 
of liver (hepatoma), 34351 : 
with extension into portal and hepatic veins, 34011, 
34521 
metastatic, 34021, 34031 
of lung, metastatic, 34031 
of lymph nodes, metastatic, from breast, 34021, 34031 
of ovary, metastatic, 34031, 34281 
of pancreas, 34231, 34321, 34452 
(tail) with invasion of spleen, adrenal gland and 
stomach, 34152 
of parathyroid gland, 34491 
of rib, metastatic, 34262 . 
of sigmoid, with abscess formation and extension to pelvis 
and uterus, 34112 
of sinus, sphenoid (transitional-cell), 34482 
of stomach (adeno-), 34082, 34341 
mucous (signet-ring), 34171 
of uterus (adenoacanthoma), 34271 
of vertebra, metastatic, 34031 
mera endobronchial, of renal-cell adenocarcinoma, 
34151 
adeno-, primary site undiscovered, 34192 
Cecum, see Intestine 
Cholecystitis, see Gall bladder 
Cholelithiasis, see Gall bladder 
Chordoma of second and third lumbar vertebras,” 34511 
Cirrhosis, see Liver 
Colitis, see Intestine 
Colon, see Intestine 
Cyst of cecum (twisted), 34061 
of kidney, 34472 
of liver, congenital, 34401 
echinococcus, 34312 
of pancreas, 34082 
Diaphragmatic hernia, 34462 
Duodenun, see Intestine 
Echinococcus cyst, 34312 
Edema, pulmonary, acute, 34212, 34331 
with massive hemorrhage, 34342 
Embolus, pulmonary, multiple, 34172, 34242, 34361, 34442 
Emphysema, pulmonary, 34191 
Empyema, right pleural cavity, 34211 
Endocarditis, see Heart 
Esophagus, carcinoma of, metastatic, 34021 
ulcer of, 34462 
varix of, with rupture, 34402, 34432 
Ewing’s tumor of sacrum, 34012 
Femur, osteoid osteoma of, 34501 
Fibrosis, pancreatic, 34302 
pulmonary, 34191 
Gall bladder, carcinoma of, 34102, 34291, 34332 
cholecystitis of, chronic and subacute, with perforation, 
34071 
cholelithiasis, 34291 
Ganglioneuroma, retroperitoneal, 34181 : 
Gastritis, chronic, superficial, superimposed on hypertrophic 
type, 34371 
Goiter, colloid, with cystic formation, 34252 
Heart, aneurysm, mycotic, left circumflex, of coronary artery, 
with rupture, 34441 
anomaly, congenital, bicuspid aortic valve, 34111 
patent interventricular septum, 34161 
persistent truncus, 34161 
tetralogy of Fallot, 34101 
cor pulmonale, 34191, 34241 
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endocarditis, bacterial, or of mitral valve, 34421, 34451 
tic, 34441, 
aortic, 34041, 34111, 
rheumatic, acute and chronic, with stenosis of all valve 
34101 


| 34141, 34361, 34442 
hypertrophy, “ardial, 34051, 34242, 34391, 34421, 34442, 
2 


haath coronary, with ge 34051, 34421, 34442 
t i , aortic, 
34242, 34361, 34391, 34442, 34532 
coronary, recent, 34391, 34532 
Hemangioma, cavernous, head of gastrocnemius muscle, 


Hemochromatosis of liver, pancreas, skin and lymph nodes, 
34521 ; 
Hepatitis, see Liver 


34351 
ee dea into portal and hepatic veins, 34011, 34521 


Hernia, diaphragmatic, 34462 
Hodgkin’s disease, see Lymphoma 
Homologous serum hepatitis, 34522 
Humerus, carcinoma, metastatic renal-cell, 34162 
Hydrothorax, chylous, 34031 
Hypernephroma, see Kidney (renal-cell carcinoma) 
Hypertrophy, benign, of prostate, with obstruction, 34081 
m, see Intestine : 
parse! of kidney, bilateral, cortical, 34502 
of lung, 34172, 34361, 34391, 34442, 34532 
of myocardium, 34051, 34242, 34391, 34421, 34442, 34532 
Infiltration, fat, of liver, 34512 
Intestine, anomaly of, duplication (terminal ileum), 34292 
carcinoid (ileum), 34431 
carcinoma of, adeno- (rectosigmoid), 34112 
‘colon, ascending, 34172 
duodenum, at ampulla of Vater, 34251, 34301 
ileum, metastatic, with perforation, 34452 
colitis of, ulcerative, chronic, severe, 34432 
cyst of (cecum), twisted, 34061 
lipoma of, submucous (transverse colon), 34492 
lymphoma of, giant-follicular type, 34222 
obstruction of (ileum), 34341 
ulcer of (duodenum), 34072, 34122 
Intoxication, carbon tetrachloride, 34221 
Kidney, adenoma of, papillary, 34041 
amyloid degeneration of, 34261, 34531 
carcinoma of, metastatic, 34262 
cyst of, 34472 
infarction of, bilateral, cortical, 34502 
infiltration of, leukemic, 34062 
(See also Nephritis, Nephrosis) 
Kyphoscoliosis, 34241 
Leukemia, lymphatic, 34062 
Lipoma, intradural, of sacral canal, 34131 
submucous, of transverse colon, with previous intussuscep- 
tion, 34492 
Liver, adenoma of, 34402 
amyloid degeneration of, 34531 
carcinoma of, 34351 
metastatic, 34031 
cirrhosis of, biliary, 34512 
portal, inactive, 34011 
postatrophic type, 34402 
toxic, 34432 
cyst of, congenital, 34401 
echinococcus of, 34312 
hemochromatosis of, 34521 
hepatitis, homologous serum, 34522 
hepatoma, with extension into portal and hepatic veins 
_ 34011, 34521 
infiltration of, fat, 34512 
leukemic, 34062 
sarcoma of (fibro-), metastatic, 34471 
Lung, abscess of, 34392, 34422 
aspiration of amniotic fluid, massive, 34182 
carcinoma of, metastatic, 34031 
bronchiogenic, 34142 
squamous-cell, 34481 
edema of, acute, 34212, 34331 
with massive hemorrhage, 34342 
embolism of, multiple, 34172, 34242, 34361, 34442, 34532 
emphysema of, 34191 
fibrosis of, 34191 
hemorrhage in, 34342 


4 
infarct of, 34172, 34361, 34391, 34442, 34532 


infiltration of, leukemic, 34062 
melanoma of, metastatic, 34372 
sarcoma of (fibro-), metastatic, 34471 
tuberculosis of, 34261, 34502 
Lymph nodes, carcinoma, metastatic, 34021, 34031 
hemochromatosis of, 34521 
tuberculosis of, 34502 
Lymphoma, malignant, giant-follicular type, 34092, 34222 
Hodgkin’s type, 34272 
lymphoblastic type, 34121 
reticulum-cell type, generalized, 34032, 34322 
Mediastinum, sarcoma of (neurofibro-), 34461 
teratoma, malignant, involving pericardium, pleura and 
lung, 34202 
Melanoma of lung, metastatic, 34372 
Mee ene of, cavernous, of head of gastrocnemius, 


infiltration of, leukemic (voluntary), 34062 
Myeloma, multiple, 34362 
Myocardium, see Heart 
Myocardosis, 34361 
Nephritis, glomerulo-, acute, 34212, 34432, 34451 
subacute, 34041, 34111, 34331, 34342 
pyelo-, chronic, with uremia, 34131 
Nephrosis, lower-nephron (carbon tetrachloride intoxica- 
tion), 34221 
Obstruction, small-bowel, 34341 
Oleothorax, 34261 
Osteoma, osteoid, 34501 
Ovary, carcinoma of (adeno-), papillary serous, 34281 
metastatic, 34031 
Pancreas, atrophy of acinar tissue of, complete, 34512 
carcinoma of, adeno-, 34231, 34321, 34452 
cyst of, 34082 
fibrosis of, 34302 
hemochromatosis of, 34521 
Parathyroid gland, carcinoma of, 34491 
Pelvis, abscess of, 34112, 34201, 34452 
Perforation of appendix, 34052, 34102 
of gall bladder, 34071 
of ileum, 34452 
of pyloric stump, 34072 
Pericardium, infiltration of, leukemic, 34062 
Peritonitis, general, acute, 34052, 34452 
with fat necrosis, 34072 
Pleura, infiltration of, leukemic, 34062 
Pneumonia, see Lung 
Poisoning, carbon tetrachloride, 34221 
Pregnancy, tubal, 34411 
Prostate, hypertrophy of, benign, with obstruction, 34081 
Purpura, 34342 
Rectum, see Intestine 
Retroperitoneum, fibrosarcoma of, 34311, 34511 
ganglioneuroma, 34181 
Sacrum, sarcoma of, Ewing’s, 34012 
Salpingitis, tuberculous, 34282 
Sarcoma of adrenal gland (fibro-), 34511 
of liver (fibro-), metastatic, 34471 
of lung (fibro-), metastatic, 34471 
of mediastinum: (neurofibro-), with invasion of innom- 
inate vein and superior vena cava, 34461 
of retroperitoneal tissues (fibro-), 34311, 34511 
of sacrum (Ewing’s), 34012 
Sinus, carcinoma of (sphenoid), transitional-cell, 34482 
thrombosis of (superior longitudinal), 34182 
Skin, hemochromatosis of, 34521 
purpura of, 34342 
Spina bifida occulta, 34131 
Spinal cord, lipoma (intradural), 34131 
Spleen, amyloid degeneration of, 34261, 34531 
infiltration of, leukemic, 34062 
Stomach, carcinoma of (adeno-), 34082, 34341 
‘mucous (signet-ring type), 34171 
gastritis, chronic, superimposed on hypertrophic type, 34371 
perforation of pyloric stump, 34072 
Teratoma, malignant, of anterior mediastinum, 34202 
Testicles, infiltration of, leukemic, 34062 
Tetralogy of Fallot, 34101 
Thrombophlebitis, of femoral and iliac veins and of inferior 
vena cava, 34172 
Thrombosis of right ventricular endocardium and left pop- 
liteal vein, 34242 
of superior longitudinal sinus, 34182 
mesenteric, venous, 34382 


(See also Heart) 
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Thyroid gland, goiter of, colloid, with cystic formation, 34252 
Tibia, abscess of (Brodie’s), 34381 
« Trachea, adenoma of, with extension into thyroid gland, 34352 
Tuberculosis of adrenal glands, 34502 
of endometrium, 34282 
of lung, 34261, 34502 
of lymph nodes, 34502 
of Fallopian tube, 34282 
Tumor, Ewing’s, of sacrum, 34012 
Ulcer of duodenum, acute, 34122 
chronic, 34072 
of esophagus (peptic), 34462 
Uterus, adenoacanthoma of fundus of, 34271 
endometritis, 34282 
normal, 34042 
Varix of esophagus, with rupture, 34402, 34432 
Vein, _ of hepatoma into (portal and hepatic), 34011, 


phlebitis of, thrombo-, 34172 
thrombosis of (popliteal), 34242 
mesenteric, 34382 
Vertebra, carcinoma of, metastatic, 34031 
chordoma of, second and third lumbar vertebras, 34511 
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